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Summary 

Recently there has been a growth in the number of fiber optical sensors used for health monitoring in 
the hostile environment of commercial aircraft. Health monitoring to detect the onset of failure in 
structural systems from such causes as corrosion, stress corrosion cracking, and fatigue is a critical factor 
in safety as well in aircraft maintenance costs. This report presents an assessment of an analysis model of 
optical data networking architectures used for monitoring data signals among these optical sensors. Our 
model is focused on the design concept of the wavelength-division multiplexing (WDM) method since 
most of the optical sensors deployed in the aircraft for health monitoring typically operate in a wide 
spectrum of optical wavelengths from 710 to 1550 nm. 

Introduction 

Hundreds of miles of electrical wires are installed in commercial planes for controlling and 
monitoring everything from landing gear, sensing devices, and communication modules to flight- 
attendant calls. Reducing the amount of insulated copper wiring could reduce the huge liability because it 
is susceptible to electromagnetic interference (EMI). However, when wiring is not properly maintained, it 
can cause system failures and fires (ref. 1). Cabled fibers have been used to replace most of the electrical 
wires on aircraft because cabled fibers are lightweight, have a high bandwidth, and are immune to EMI. 

In aeronautic applications, a number of factors makes optical sensors widely acceptable for replacing 
the current electronic sensors (ref. 2). Their optical intrinsic property is unaffected by radio or microwave 
interference, and their small size and low weight enable them to be easily adapted to size-constrained 
locations in the aircraft. They are also tolerant of high temperatures, shocks, and vibrations, and they are 
not subject to the sparking seen in conventional electronic sensors (ref. 2). In contrast, conventional 
electrical sensors, such as thermocouples, thermistors, and bimetal types of devices, are susceptible to 
EMI and therefore require protective shielding and pose a potential fire hazard because of the 
aforementioned sparking. 

Wavelength-Division Multiplexing Optical Networking Model for 

Data Signal Detection 

Fiber-based extrinsic sensors are widely used in aircraft for measuring a variety of parameters 
because most of these sensors require inexpensive light sources and also rely on simple detection methods 
that support reducing the cost of implementing an overall networking system. When routing optical 
sensing signals in aircraft, optical networks employing wavelength-division multiplexing (WDM) are 
highly desirable. Such systems currently have channel counts of 40 on a 100-GHz grid spacing, and some 
others have the capability of operating at 80 channels on a 50-GHz grid spacing, which can handle a high 
volume of optical sensors. The advantage of using WDM optical networks is that they are more adaptable 
to a wide spectrum of wavelengths (which emerge from different types of optical sensors) as compared 
with other technologies, such as time-division multiplexing (TDM), frequency-division multiplexing 
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(FDM), and subcarrier multiplexing (SCM) (ref. 3). Many of these optical sensors can operate in ranges 
from 710 to 1550 nm. 

As a result of the inherent fiber characteristics, a single fiber can route a vast number of wavelengths 
greater than hundreds of channels using the WDM method. For this reason, the architecture of an optical 
networking model based on the WDM method is the practical choice for interrogating data signals from 
optical sensors operating at a variety of wavelengths. 

However, a drawback of this method is that several components of the WDM (transceiver, coupler, 
multiplexer/demultiplexer, and routers) tend to shift away from their carrier wavelengths, particularly in a 
high-temperature environment. 

The shift contributes to the degradation of signal quality. Most components designed for WDM 
networks are not able to withstand severe avionic environments because many are built only to survive 
the Telecordia outdoor specifications, requiring operations over broad temperature ranges (refs. 4 to 6). 

The challenge of the scenario just described is to extend the temperature ranges and utilize cooling, 
heating, and packaging technologies that can survive the vibration, shock, and extended temperature 
cycling in aerospace environments (ref. 5). A discussion of the optical components developed for WDM 
architecture networks is presented in a later section. 

As shown in figure 1 , the WDM optical network model for interrogating data signals from numerous 
optical sensors is based on Bragg grating methods. The small number of sensors shown in the model are 
just for illustrative purposes. The model consists of a combination of bus and ring topologies, which can 
accommodate hundreds of sensors (ref. 7). The incorporation of fiber Bragg grating modules allows one 
to assign each sensor a specific wavelength that is generated from the grating modules. In figure 1, sensor 
1 is assigned with wavelength AT, sensor 2 with wavelength A2, and the last sensor with wavelength A,5. 

The optical bus topology has two separate fibers made of glass material, each consisting of a number 
of directional couplers for routing wideband optical signals to the locations of the sensors. Employing 
directional couplers for optical power distribution at each node on the fiber cable contributes to inherently 
lossy systems. In most cases, it would limit the number of sensors that can be multiplexed in a single 
network due to power budget requirements, but compensation of such power loss can be easily achieved 
with optical amplifier modules. Because the maximum distance for a fiber cable is 300 m in aircraft, the 
power loss caused by the cable does not contribute enough to incorporate optical amplifiers in the 
networking system. However, an alternative choice for power loss compensation is the replacement of the 
directional coupler with a fused biconical WDM module for improving the power budget in the topology 
(ref. 8). 


A1,A2,...,A5 


Directional 

coupler 


Transmission fiber 

fc. 



Receiver 


Figure 1. — Wavelength-division multiplexing (WDM) optical networking model for data signal 
detection from various sensors using Bragg grating method. 
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Returning to figure 1 , there are two fibers implemented in the design configuration. One of the fibers 
is allocated for data transmission and the other for backup data transmission in case of any failure 
occurring in the transmission fiber. Such fiber cables require very high thermal and sufficient mechanical 
properties to withstand the harsh environments with operating temperatures in the range of 55 to 250 °C. 
Typical performance specifications for cabled fiber in aircraft applications are listed in table I. 


TABLE I.— CABLED FIBER REQUIREMENT SPECIFICATIONS 


Parameter 

Requirement specification 

Dimension, pm 

50/125, 100/140 

Coating type 

Polyimide, fluropolymer 

Minimum bend diameter, mm 

50 

Minimum tensile strength at 


200 N, percent strain 

<0.3 

Flammability 

DOD-STD- 1678 

Solvent resistance 

JP-grade fuels 

Operating temperature 

-40 to 85 °C 


The number of sensors is equal to the number of optical wavelengths launched into the fiber. A 
single-mode fiber is preferred for carrying the input signal from the laser source to each sensor. These 
wavelengths are tapped off from the directional coupler and then are modulated by an optical sensor. 

Table II lists the number of commercial-off-the shelf directional couplers and their characteristic 
performance. Following the sensor, the grating with a single wavelength operation reflects the signal of 
the predetermined wavelength; for example, AT uniquely identifies sensor 1 in figure 1. The reflected 
signal is returned to the optical bus fiber and converges on the receiver point where it can then be detected 
by a photodetector. 


TABLE II.— CHARACTERISTIC PERFORMANCE OF 
COMMERCIAL-OFF-THE- SHELVE COUPLER COMPONENTS 
[Operating temperatures, -20 to 85 °C.] 


Type 

Operating 
wavelength, nm 

Insertion loss, 
dB 

Uniformity, 

dB 

1x2 

630 

3.8 

1.1 

1x2 

780 

3.8 

1.1 

1x2 

850 

3.8 

1.1 

1x2 

1310 

3.4 

.5 

1x2 

1550 

3.4 

.6 

1x4 

1310 

6.7 

.7 

1x4 

1550 

7 

.8 


From figure 1, the receiver block can accommodate more than one sensor at the local detection 
region. To increase the number of sensors at a localized region, a WDM module is used between the 
directional coupler and detector so that a separate optical wavelength emerging from the WDM module 
can match the wavelengths specifically assigned to Bragg grating modules (fig. 2). The result of the 
separation of wavelengths from the WDM module generates two carrier wavelengths A1 and A2, which in 
turn pass through each sensor, including sensors 1 A and IB. These amplitude signals are filtered by the 
fiber Bragg grating modules and are then detected by photodetectors located close to the sensors. As a 
result, signals from many different sensors within a local region can be readily detected using a 
combination of WDM and Bragg grating modules. 
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Figure 2. — Localized detection at receiver block with more than one sensor using set of 
components (wavelength-division multiplexer, photodetector, and Bragg grating module). 


Optical Power Budget Evaluations in Relation to Bit Error Rate (BER), 
Signal-to-Noise Ratio (SNR), and Bandwidth 

Since each wavelength can support a series of electrical multiplexing signals, it is essential that one 
understand the system requirements of average received optical power in relation to bit rate and 
bandwidth for both digital and analog signals. For digital signals at a bit error rate (BER) of 1(T 9 , the 
calculated average received optical power result shown in figure 3(a) indicates that the minimum power at 
100 Mbps for a nonretum-to-zero signal is -36 dBm for the positive intrinsic negative (PIN) and 
-62 dBm for the Avalanche photodiode. The average received optical power for analog signals at a 
100-MHz bandwidth requires -5 dBm for a signal-to-noise ratio (SNR) of 70 dB, -30 dBm for a SNR of 
40 dB, and -72 dBm for a SNR of 0 dB, as shown in figure 3(b). The bandwidths of the multimode and 
single-mode fibers with diameters of 50 and 9 pm, respectively, are presented in figures 4(a) and (b) in 
terms of wavelength. 

An optical amplifier, such as commercial erbium-doped fiber amplifier (EDFA), can be used to 
compensate for losses that emerge from couplers and multiplexing operations. The EDFA module can 
achieve a small signal gain of greater than 30 dB utilizing 980-nm pump lasers that launch about 120 mW 
of optical power into gain stages. The gain stage is normally located between two fiber optic isolators to 
prevent backreflection into the input light source. Most commercial amplifiers operate in the wavelength 
range of 730 to 1563 nm and produce a saturated output power of more than 15 dBm with an input signal 
of -5 dBm (ref. 9). 

In the receiver module, photodiode arrays of InGaAs (indium-gallium-arsenite) lattice-matched to InP 
(indium-phosphide) are highly preferable for monitoring amplitude or phase signals in WDM networks 
because of their reliable and robust integrated optical devices. They are commercially available with a 
configuration choice of up to 512 elements multiplexed with CMOS (complementary metal oxide 
semiconductor) readout integrated circuits (ref. 10). Quantum efficiencies during operation are greater 
than 80 percent between the wavelength range of 0.9 and 1.7 pm and the cutoff wavelength of 1.6 pm. 
Such performance makes them ideally suited to wideband wavelength operations for optical sensing 
devices. Table III summarizes the requirements and specifications of a commercial receiver module that 
will support the WDM optical network model described in figure 1 . 
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Nonreturn-to-zero bit rate, Mbps 


Bandwidth, MHz 


Figure 3. — Calculated average received optical power relative to bit error rate (BER), signal-to-noise ratio (SNR), 
and bandwidth, (a) Digital signal at BER of 10 -9 . PIN, positive intrinsic negative; APD, Avalanche photodiode, 
(b) Analog signal at bandwidth of 100 MHz. 




Wavelength, nm Wavelength, nm 

Figure 4. — Calculated signal bandwidth versus wavelengths for multimode and single-mode fibers, 
(a) Multimode fiber diameter, 50 pm. (b) Single-mode fiber diameter, 9 pm. 


TABLE III.— SPECIFICATION PARAMETERS FOR RECEIVER MODULE 


[Operational temperatures, -25 to 95 °C.] 


Spectral range, pm 

0.19 to 1.1 

0.4 to 1.1 

0.78 to 1.8 

0.8 to 1.65 

Power average, W/cm 2 

0.2 

2 

2 

3 

Uniformity, percent 

±2 

±1 

±1 

±2 

Responsivity, A/W 

>0.4 

>0.1 

>0.2 

>0.3 

Rise time, ps 

<2 

<2 

<3 

<2 

Material 

Silicon 

Silicon 

Germanium 

Indium-gallium- 

arsenite 
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Conclusion 


A wavelength-division multiplexing (WDM) optical networking model for data signal detection from 
various sensors using the Bragg grating module is presented. As compared with other technologies, the 
advantage of using WDM optical networks is that they are more adaptable to a wide spectrum of 
wavelengths that emerge from the different types of optical sensors, such as time-division multiplexing 
(TDM), frequency-division multiplexing (FDM), and subcarrier multiplexing (SCM). However, a 
drawback of this method is that several components of the WDM (the transceiver, coupler, multiplexer/ 
demultiplexer, and routers) tend to shift away from their carrier wavelengths, particularly in high- 
temperature environments. Therefore, this method tends to be most applicable to room-temperature 
environments. Since each wavelength can support a series of electrical multiplexing signals, it is essential 
that one understand the system requirements of average received optical power in relation to bit rate and 
bandwidth for both digital and analog signals. 
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